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attached before to the nasal bone, above to the cribriform
plate, behind to the anterior surface of the body of the
sphenoid, and below to the posterior half of the guttural
edge of the vomer ; a fifth free border passes from the
middle of the vomer to the lower extremity of the nasal
bone. Between this border and the anterior half of
the guttural edge of the vomer lies the cartilaginous
septum, the curved margin of which projects in front of
the anterior nares, between the lower extremity of the
nasal bone and the anterior extremity of the hard
palate. The portion of the septum still remaining
between the latter and the nostrils is composed of the
fold of integument which we already know as the septum
mobile.

It not unfrequently happens with this construction
that the septum is unsymmetrical, that its central portion
is bent in on one side, bulging out at the corresponding
point on the other side into the opposite cavity.

Far more complicated are the lateral walls of the
two nasal cavities, for they present all the peculiarities
connected with the passage of the air through the nose.

The first thing which strikes us in this wall is the
difference between the chamber of the organ of smell
and the air-passage. We see on the latter, namely,
two convoluted mussel-shaped plates of bone, so situated
that their concavity faces downwards, and covered with
the mucous membrane which lines the nasal cavity.
The lower of these two plates (the inferior turbinated
bone) may for the present remain unnoticed ; the upper
one, however, is more important. It is called the middle
turbinated lone, although this title is most unsuitable, as
it implies the existence of an upper turbinated bone.
There is, it is true, another similar small plate of bone
to be seen above the middle turbinated bone, which is